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VON KLUCK'S MILITARY CAREER

the V. Army Corps. On 1st October, 1913, lie was
made an Army Inspector, and on 27th January, 1914,
promoted to the rank of Generaloberst.

It will be observed that, unlike von Billow, he had
no Staff service, and practically his whole career was
spent with troops. On outbreak of war he was appointed
Commander of the First Army. Early in 1915 he was,
after being wounded, it is believed, relieved of his com-
mand and not re-employed in the field.